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CATALOG  No.  9 


Columbia  Metal  Box  Company 

260  EAST  143rd  STREET,  NEW  YORK 


COST  SHEET  NO.  2 

APPLYING  TO  CAT.  NO.  9 


LIST  PRICE  SCHEDULE  ON 


COLUMBIA-QUALITY 


STEEL  BATHROOM  MEDICINE  CABINETS 
ACCESS  DOORS  AND  FRAMES 


Columbia  Metal  Box  Co. 

260  East  143rd  St.  New  York.  N.  Y. 


RECESS  TYPE  MEDICINE  CABINETS 


Cat.  No. 

Wall  Opening 
Width-Height 

Overall 

Width-Height 

Mirror 

Approx. 

Shg.  Weight 

List  Price 

10PT 

141/2x181/2 

165/8x205/8 

10x14  Plain  Plate 

18  Lbs. 

8.10 

10BT 

10x14  Bevel  Plate 

18  “ 

8.85 

10A 

««  •« 

ti  u 

12x16  Crystal 

20  *' 

7.25 

10P 

««  «« 

«<  n 

12xl6  Plain  Plate 

21  '' 

8.65 

10B 

"  •' 

«•  H 

12x16  Bevel  Plate 

23  " 

9.25 

20A 

l6l/2x20i/2 

•  «  it 

185/8x225/8 

12x16  Crystal 

22  ” 

8.45 

20P 

12x16  Plain  Plate 

26  " 

9.70 

20B 

M  " 

<<  II 

12x16  Bevel  Plate 

26  " 

10.45 

20C 

II  II 

II  tt 

14x18 

27  " 

11.40 

30B 

18l/2x24l/2 

205/8x265/8 

16x22  " 

39  " 

16.20 

All  Above  Cabinets  Also  Furnished  for  Surface  (Wall)  Mounting  (No  Extra  Charge) 


OPEN  SHELF  CABINETS  (Page  12) 


Cat.  No. 

Wall  Opening 
Width-Height 

Overall 

Width-Height 

Mirror 

Approx. 

Shg.  Weight 

List  Price 

llA 

I4l/2x24y2 

««  it 

l65/8x26y8 

12x16  Crystal 

23  Lbs. 

8.85 

llB 

12x16  Bevel  Plate 

25  " 

11.15 

21B 

161/2x26V2 

185/8x285/8 

12x16  " 

30  " 

12.20 

2lC 

ii  it 

«i 

14x18  ** 

31  " 

13.05 

If  Cabinets  Desired  for  Surface  (Wall)  Mounting  Add  $1.50  to  List  Price. 


STANDARD  VENETIAN  GROUP  (Pages  9  and  10) 


Cat.  No. 

Wall  Opening 
Width-Height 

Overall 

Width-Height 

Mirror 

Approx. 

Shg.  Weight 

List  Price 

01624V 

01628V 

11628V 

21830V 

32032V 

F< 

14x20 

14x24 

14x24 

16x26 

18x28 

DR  “PERFECTLITE”  AI 

If  Cabinc 

16x24 

16x28 

16x28 

18x30 

20x32 

1JUSTABLE  MIRROR  F 
ADD  £2. 1C 
ts  Desired  for  Surface  (W 

16x24  Floral 

16x28  “ 

16x28  " 

18x30  " 

20x32  ” 

EATURE  ADD  LETTE 
TO  LIST  PRICE 

all)  Mounting  Add  $1.50 

39  Lbs. 

42  “ 

42  " 

51  " 

58  ” 

R  “P”  TO  CATALC 

to  List  Price. 

13.00 

17.00 

25.00 

27.80 

31.50 

)G  NO. 

BLACK  AND  CHROMIUM  FRAME  VENETIAN  GROUP  (Pages  3  and  4) 

Cat.  No. 

Wall  Opening 
Width-Height 

Overall 

Width-Height 

Mirror 

Approx. 

Shg.  Weight 

List 

Black 

Price 

Chn 

01622 

11724 

21926 

31928 

42130 

14  xl'S 
141/2x181/2 
l6y2x20i/2 
161/2x221/2 

19  x25 

Mirrors  Can  Be  Furnish 

FOR  “PERFECTLITE” 

If  Cabine 

I6I/4X2  2 14 
17-y8x24 

193/8x26 

193/8x28 

213/8x301/4 

ed  with  Either  Floral  Des 
ADJUSTABLE  MIRRO 
ADD  £2.10 
ts  Desired  for  Surface  (W 

16x22 

17x24 

19x26 

19x28 

21x30 

ign  or  Mitre  Lines.  Spe 

R  FEATURE  ADD  LET 
TO  LIST  PRICE. 

all)  Mounting  Add  $1.50 

26  Lbs. 

41  “ 

48  “ 

53  ” 

66 

:ify  Choice  When  Ord< 
"TER  “P”  TO  CAT Al 

to  List  Price. 

11.15 

15.15 
17.05 
18.55 
22.00 

-ring. 

LOG  NO. 

13 

17. 

19 

20 
24. 

BLACK  AND  CHROMIUM  FRAME  IMPERIAL  VENETIAN  GROUP  (Pages  5  and  6) 

Cat.  No. 

Wall  Opening 
Width-Height 

Overall 

Width-Height 

Mirror 

Approx. 

Shg.  Weight 

List 

Black 

Price 

Chr 

01620 

11722 

21924 

31926 

42128 

14  xl8 

141/2x181/2 

161/2x201/2 

161/2x221/2 

19  x25 

FOR  “PERFECTLITE” 

If  Cabine 

1614x201/4 

173/8x22 

19%x24 

193/8x26 

2iy8x28 

ADJUSTABLE  MIRRO 
ADD  £2.10 
ts  Desired  for  Surface  (W 

16x20  Plain  Plate 
17x22  Mitre 

19x24  “ 

19x26  " 

21x28  ” 

R  FEATURE  ADD  LEI 
TO  LIST  PRICE.  . 

all)  Mounting  Add  $1.50 

29  Lbs. 

31  " 

35  " 

42  " 

52  ” 

'TER  “P”  TO  CATA1 

to  List  Price. 

9.60 
15.05 
16.85 
18.55 
21.30 
-OG  NO. 

11 

17 

IS 

2C 

23 

Cat.  No. 
01622AM 


ALL  MIRROR  FRONT  GROUP  (Page  I  I) 

Wall  Opening  Overall  u. 

Width-Height  Width-Height  Mirror 

14x20  16x22  16x22  Plain  Plate 

( Bevelled  Edge) 

If  Cabinets  Desired  for  Surface  (Wall)  Mounting  Add  Si. 50  to  List  Price. 

FOR  “PERFECTLITE”  ADJUSTABLE  MIRROR  FEATURE  ADD  LETTER  “P”  TO  CATALOG  NO 

ADD  £2.10  TO  LIST  PRICE. 


Approx. 
Shg.  Weight 
39  Lbs. 


List  Price 
12.50 


-M4- 


MISCELLANEOUS  GROUP 

Auxiliary  Bath  Room  Cabinets — Clothes  Hamper  (Page  16) 

(PLAIN  STEEL  DOORS,  NO  MIRRORS) 


Cat.  No. 

Wall  Opening 
Width-Height 

Overall 

Width-Height 

Approx. 

Shg.  Weight 

List  Price 

1522 

1523 

athes  Hamper 

13x361/2 

14x52% 

1 6/  x37 

151/2x391/2 

16/2x551/2 

191/2x39/2 

39 

53 

40 

10.40 

13.40 

10.40 

WING  MIRROR  CABINETS  (Page  7) 

Cat.  No. 

Wall  Opening 
Width-Height 

Overall 

Width-Height 

Center 

Mirror 

Wing 

Mirrors 

Approx. 

Shg.  Weight 

List  Price 

Black 

Chrome 

J  0WM 

2WM 

141/2x17 

18  x20l/2 

Center  Mirror  Can  Be 

33x22 

36x26 

Furnished  Either  with  Fit 

16x22 

19x26 

>ral  Design  01 

8x20 

8x23% 

Mitre  Lines. 

65  Lbs. 

90  " 

Side  Wings  Mitre  Line 

23.80 

34.75 

d  Only. 

29.60 

41.70 

WALL  TYPE  MEDICINE  CABINETS 

Biack  ,and  Chromium  Frame 
VENETIAN  WALL  TYPE  GROUP  (Page  15) 


I  - 

1  Cat.  No. 

Inside  Dimensions 
Width-Height 

Overall 

Width-Height 

Mirror 

Approx. 

Shg.  Weight 

List 

Price 

Black 

Chrome 

-  01218 

12x16 

121/4x18% 

12x18  Crystal 

11  Lbs. 

4.65 

6.10 

01420 

14x18 

1414x2014 

14x20  Crystal 

14  ’• 

6.95 

8.45 

01622 

16x20 

1614x22% 

16x22  Plate 

20  " 

11.05 

12.95 

STANDARD  GROUP  (Page  14) 


Cat.  No. 

Inside  Dimensions 
Width-Height 

Overall 

Width-Height 

Mirror 

Approx. 

Shg.  Weight 

List  Price 

10AW 

14x18 

165/8x205/8 

12x1 6  Crystal 

24  Lbs. 

7.25 

10BW 

14x18 

"  t« 

12x16  Bevel  Plate 

25  " 

9.25 

J 

01216AW 

14x18 

14  xl8 

12x16  Crystal 

25  " 

4,75 

hrfl 

11216BW 

16x20 

16  x20 

12x16  Bevel  Plate 

28  " 

8.00 

a 

1000 

14x16 

14  xl6 

10x12  Crystal 

16  " 

4.30 

1: 

1000V 

14x16 

14  xl6 

12x15  Crystal 

16  " 

4.50 

FRAMED  MIRRORS 

FOR  WALL  MOUNTING  (Page  8) 


ACCESS  DOORS  AND  FRAMES  (Page  16) 


lat.  No. 


_t!620S 
1722S 
1924S 
1926S 


Che 


II 

•;!  2128S 
19  *  1622V 
♦1724V 
♦1926V 
♦1928V 
♦2130V 


Size  of 
Mirror 


16x20 

17x22  Mitre 
19x24  " 

19x26  " 

21x28  " 

16x22 
17x24 
19x26 
19x28 
21x30 


Approx. 
Shg.  Weight 


19  Lbs. 
21 

25 

■7- 
/ 

34 

20 
22 

26 
28 

35 


List  Price 


Chrome 


9.26 

13-06 

14.94 
16.10 
17.78 
10.52 
13.68 
15.58 
16.74 

18.94 


Biack 


7.90 

10.22 

12.22 

13.26 

14.94 

9.06 

10.74 

12.84 

13.68 

15.78 


Mirrors  can  be  furnished  either  Mitre  Lined  or  with  Floral  Design. 
Furnished  in  plain  Plate  Glass  only. 

Series  "S"  Straight  Top;  Series  "V"  Venetian  Top. 


A 

B 

C 

D 

Gauge 

List 

Width 

Height 

Width  of 

Heig  ht 

Width  of 

USS 

Price 

of  Door 

of  Door 

Frame 

of  Fra  me 

Flange 

Steel 

10" 

10" 

13%" 

13" 

1/2" 

16 

2.50 

12" 

12" 

151/2" 

15" 

11/2" 

16 

2.80 

12" 

16" 

151/2" 

19" 

11/2" 

16 

3.20 

14" 

20" 

17  " 

23" 

H/2" 

16 

4.50 

16" 

16" 

19/2" 

19" 

11/2" 

16 

3.60 

18" 

18" 

2U/2" 

21" 

I/2" 

14 

4.20 

18" 

24" 

2U/2" 

27" 

11/2" 

14 

4.90 

24" 

24" 

27%" 

27" 

II/2" 

12 

6.40 

18" 

36" 

21%" 

39" 

H/2" 

12 

7.00 

24" 

36" 

27%" 

39" 

I/2" 

12 

8.50 

30" 

42" 

341/2" 

46" 

2  " 

12 

11.10 

36" 

48" 

40%" 

52" 

2  " 

12 

13.50 

3<$" 

54" 

401/2" 

58" 

2  " 

12 

15.50 

TERMS 

All  Prices  F.O.B.  New  York,  N.  Y.  Cash  Discount  2%,  10  days;  Net,  30  Days. 

PRICES  ON  RADIATOR  ENCLOSURES  ON  APPLICATION. 


VENETIAN  CABINETS  (Page  2B) 


Cat.  No. 

Style 

Wall  Opening 
Width-Height 

Flange  Dimensions 
Width-Height 

Mirror 

Approx. 

Shg.  Weight 

List  Price 

1422V 

Recess 

12%xl8% 

13%xl9% 

14x22 

2?  Lbs. 

9.00 

1422VW 

Wall 

u  it 

tv  tv 

27  “ 

9.50 

BLACK  AND  CHROMIUM  FRAME  VENETIAN  CABINETS  (Page  2B) 

Cat.  No. 

Style 

Wall  Opening 
Width-Height 

Flange  Dimensions 
Width-Height 

Mirror 

Approx. 

Shg.  Weight 

List  Price 

1422BV 

Recess 

Black  Frame 

12%xl8% 

13%xl9% 

14x22 

23  Lbs. 

7.50 

1422BVW 

Wall 

Black  Frame 

tv  it 

tv  tv 

2?  " 

8.00 

1422CV 

Recess 

Chrome  Frm. 

ny2xi8y2 

tv  tv 

tv  tv 

23  “ 

8.50 

1422CVW 

Wall 

Chrome  Frm. 

tt  V* 

tv  tv 

25  “ 

9.00 

A  -t  -H 

S3Snn  a  Jiy 

S'-miim  nUJ  w 
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Modern  Buildings 

Equipped  with 

Columbia  -  Quality 
Steel  Medicine 
Cabinets 


Architects-Sloan  &.  Robertson 
BuiIder>Thos.  O’Reilly  &  Son 


303  East  21st  Street,  New  York  City 

Architect-J.  M.  Felson 

Builder-  Baker-Lewine  Construction  Co 


The  Largest  Apartment 
House  in  the  World 

London  Terrace  Apartments 
-  New  York  City 

!MhI#  V  fci  Architects  -  Farrar  &.  Watmough 
Builders  -  The  Henry  Mandel 
iPlll'ASjWV  Companies 


New  Vista  del  Arroyo  Hotel,  Pasadena,  Cal.  Architect-Geo.  Weimeyer 
Builders  -  Orndorf  Construction  Co. 


40  E.  88th  St.,  N.  Y.  City.  Architects  -  Sugarman 
&  Berger.  Builders  -  Joseph  E.  Gilbert,  Inc. 
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THE 


Showing  door  open, 
Perfectlite  not  in 
use.  Note  how  the 
Perfectlite  hinge 
lies  snugly  against 
the  hack  of  the  door, 
out  of  the  way,  but 
ready  for  instant 
use. 


COLUMBIA  PERFECTLITE 
ADJUSTABLE  MIRROR 
MEDICINE  CABINET 


A  slight  pull — the  hinge  un¬ 
folds  bringing  the  mirror 
forward.  In  this  illustration 
the  mirror  is  swung  at  a 
sharp  angle,  hut  it  can  he 
pivoted  in  the  opposite  di¬ 
rection  so  that  it  is  almost 
at  a  direct  angle  with  the 
cabinet. 


Here  the  mirror  is  ex¬ 
tended  straight  out  from 
the  cabinet  and  is  in  posi¬ 
tion  to  he  turned  either 
right  or  left  to  catch  the 
best  light  reflection. 


Convenient  access  to  the  contents  of 
the  cabinet  is  obtained  with  the 
mirror  in  use  at  the  same  time. 


I'H^e  2 


LIGHTING  FIXTURES 


WITH  SWITCH  AND  CONVENIENCE  OUTLET 


ILLUSTRATED  is  a  Columbia  chromium  frame  Venetian 
medicine  cabinet  showing  the  arrangement  of  the  light¬ 
ing  fixtures,  switch  and  convenience  outlet.  The  side 
brackets  and  arms  as  well  as  the  switch  plate  are  made 
of  brass  and  are  finished  in  polished  chromium  plate. 


INSTALLATION  DETAILS 

Make  standard  wall  opening 
as  indicated  in  catalog  and 
cut  additional  opening  cen¬ 
tered  at  bottom: 

31/}"  high  x  4"  wide. 


LIST  PRICE 

For  lighting  fixtures,  with  duplex 
receptacle  for  switch  and  con¬ 
venience  outlet,  completely  wired 
ready  for  installation.  Add  to  list 
price  of  cabinet:  $11.00. 


The  wires  leading  from  the  lighting  fixtures  are  concealed  within  the 
return  flanges  of  the  cabinet  and  are  entirely  enclosed  by  means  of  an 
angle  frame  around  the  inside  of  the  flanges.  An  outlet  box  is  cen¬ 
trally  welded  to  the  front  channel  slightly  aback  of  the  return  flange 
so  that  when  the  receptacle  plate  is  mounted  it  will  come  flush  with 
the  finished  tile  or  plaster  wall.  The  wires  terminate  in  the  switch  box 
ready  for  the  electrician's  connections. 


CAN  BE  FURNISHED  ON  ALL  COLUMBIA 
CABINETS  WITH  EXCEPTION  OF 
"PERFECTLITE"  MODELS 
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Columbia  Metal  Box  Co 

NEW  YORK  ,  U.S.A. 
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COLUMBIA  VENETIAN  CABINETS 

(without  mirror  frame  —  mirror  fastened  to  door  with  clips) 


Cat.  No. 

Style 

Outside 

Flange 

Dimensions 

Wall 

Opening 

Mirror 

Shelves 

Shipping 

Weight 

1422V 

Recess 

13%  x  19% 

12%  x  18% 

14  x  22  bevel 

2 

25  lbs. 

1 422  YW 

Wall 

13%  x  19  3/4 

— 

14x22  bevel 

2 

27  lbs. 

COLUMBIA  BLACK  AND  CHROMIUM  FRAME  VENETIAN  CABINETS 

Outside 

Flange 

Wall 

Shipping 

Cat.  No. 

Style 

Dimensions 

Opening 

Mirror 

Shelves 

Weight 

1  422BV 

Recess — Black  Frame 

13%  x  19% 

12%  xl8% 

14  x  22  plain 

2 

23  lbs. 

1422BVW 

Wall — Black  Frame 

13%  x  1934 

— 

14  x  22  plain 

2 

25  lbs. 

1422CV 

Recess — Chrome  Frame 

13%  x  19% 

12%  x  18% 

14  x  22  plain 

2 

23  lbs. 

1422CVW 

Wall — Chrome  Frame 

13%  x  19% 

— 

14  x  22  plain 

2 

25  lbs. 

Recess  type  cabinets  furnished  with  1%"  return  flange. 

Recess  type  cabinets  have  slot  for  disposal  of  used  razor  blades. 

Shelves  are  adjustable  every 


Wall  types  have  one-piece  full  return. 

Doors  are  removable. 


■■■■ 
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COLUMBIA  CHROMIUM  FRAME  VENETIAN  CABINETS 


Catalog 

Number 

Overall 
Dimensions 
Width — Heiglit 

Wall  Opening 
Required 

Width — Heiglit 

Size  of 
Mirror 

No.  of 
Shelves 

Stand. 

Pkg. 

Approx. 
Slip.  \\  c 

D1622CV 

16%  x  2214 

14  x  18  x  3 

16 

x  22 

2 

1 

29  lhs. 

I1724CV 

17%  x  24 

1414  X  18%  x  3 

17% 

x  23% 

2 

1 

41  llis. 

21926CV 

19%  x  26 

16%  x20%  x  3 

19% 

x  25% 

2 

1 

48  llis. 

31928CV 

19%  x  28 

16%  x  22  %  x  3 

19% 

x  27% 

3 

1 

53  llis. 

42130CV 

21%  x30% 

19  x  25  x  3 

21% 

x  30 

4 

1 

66  llis. 

Cabinets  Are 

Furnished  Standard 

With  lVs"  Return  Flange 

Doors 

Are  Removable 

Either  mitre  lined  or  floral  designed  mirror  can  he  furnished.  Signify  choice  when  ordering. 

Shelves  are  adjustable  every  %  of  an  inch. 

If  “Perfectlite”  Adjustable  Mirror  Feature  is  desired,  add  letter  “P”  to  catalog  number. 
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Columbia  Metal  Box  Co. 

r/  new  YORK.  O.S  A. 


COLUMBIA  BLACK  FRAME  VENETIAN  CABINETS 


Catalog 

Number 

Overall 
Dimensions 
Width — Height 

Wall  Opening 
Required 

Width — Height 

Size  of 
Mirror 

Ao.  of 
Shelves 

Stand. 

Pkg. 

Approx. 
Slip.  Wt. 

01622BY 

16%  x22% 

14  X  18 

x  3 

16  x 

22 

2 

1 

29  lbs. 

1 1724BY 

17%  X  24 

1414  X  18 14 

x  3 

17%  x 

23% 

2 

1 

41  lbs. 

21926BV 

19%  X  26 

16%  x20% 

x  3 

19%  x 

2334 

2 

1 

48  lbs. 

31928BY 

19%  x  28 

16%  X  22% 

x  3 

19%  x 

2734 

3 

1 

53  lbs. 

42130BY 

21%  x  3014 

19  X  25 

x  3 

21%  x 

30 

4 

1 

66  lbs. 

Cabinets  Are  1 

urnished  Standard 

With  Return 

Flange 

Doors 

Are  Removable 

Either  mitre  lined  or  floral  designed  mirror  can  be  furnished.  Signify  choice  when  ordering. 

All  shelves  are  adjustable  every  %  of  an  inch. 

If  "Perfeetlite”  Adjustable  Mirror  Feature  is  desired,  add  letter  “P”  to  catalog  number. 
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COLU31BIA  CHROMIUM  FRAME  VENETIAN  CABINETS 

IMI’KIilMy  .MODEL 


Catalog; 

X  nmher 

Overall 

Dimensions 

\\  idth — Height 

Wall  Open tng 

Rei|  ui  red 

Width — Heigh  t 

Size  of 
Mirror 

No.  of  Stand. 
Shelves  Pkg-. 

A  pprox . 
Shp.  XV t. 

*0I620CS 

16  Vx  x  20 14 

14  x  1 8  x  3 

16  x 

20 

2  1 

29  ll»s. 

1 1722CS 

17%  x  22 

11%  x  18%  x  3 

17%  x 

21% 

2  1 

3  1  lbs. 

2I924CS 

19%  x24 

1 6%  x  20  %  x  3 

19%  x 

23% 

2  1 

35  lbs. 

31926CS 

19%  x  26 

16%  x  22  %  x  3 

19%  x 

25% 

3  1 

42  lbs. 

42128CS 

21%  x  28  >4 

19  x  25  x  3 

21%  x 

28 

4  1 

52  lbs. 

CaMnHs  Arc*  Furnished  Standard  AVith  O/j:"  Return  Flange 

Shelves  «re  adjustable  every  %  of  an  ineli. 
’“Furnished  with  plain  plate  glass  mirror — no  mitre  lines. 

If  “Perfeetlite”  Adjustable  Mirror  Feature  is  desired,  add  letter  ‘ 


Doors  Are  Removable 


*P”  to  catalog  nuinber. 
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COLUMBIA  BLACK  FRAME  VENETIAN  CABINETS 

IMPERIAL  MODEL 


Catalog: 

A  umber 

Overall 
Dimensions 
Width — Height 

Wall  Opening 
Required 

AVidth — Height 

Size  of 

Mirror 

No.  of 
Shelves 

Stand. 

PkR. 

Approx. 
Shp.  Wt. 

*01620BS 

16 14  x20% 

14  x  18 

x  3 

16  x  20 

2 

1 

29  lbs. 

J 1722BS 

17%  x  22 

1414  x  18  4 

x  3 

17%  x  2134 

2 

1 

31  lbs. 

21924BS 

19%  x  24 

16%  x  204 

x  3 

19%  x  23% 

2 

1 

35  lbs. 

3 1 926BS 

19%  x  26 

16%  X  2214 

x  3 

19%  x  25% 

3 

1 

42  lbs. 

42128BS 

21%  x  28  >4 

19  X  23 

x  3 

21%  x  28 

4 

1 

52  lbs. 

Doorx  Are  Removable 


Cabinets  Are  l^urnislied  Standard  W  i t li  1  V2”  Return  Clause 

Shelves  are  adjustable  every  %  of  :in  ln<*H. 

Furnished  uitli  plain  plate  glass  mirror — no  mitre  lines. 

If  “Perfectlite”  Adjustable  Mirror  Feature  is  desired,  add  letter  “1*”  to  catalog  number. 

mu  1 1  —  arar 


- - - - - 
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COLUMBIA  WING  MIRROR  CABINETS 

In  combining  side  mirrors  of  a  matched  design  with  a  chromium  or  black  frame 
Venetian  cabinet,  Columbia  offers  a  striking  example  of  Art  and  Beauty.  The  mirror 
arrangement  is  ideal  for  shaving,  hair  dressing  and  make-up.  The  shelves  which  are 
adjustable  every  three-quarters  of  an  inch  can  be  arranged  to  accommodate  a  large 
assortment  of  drugs  and  cosmetics.  The  center  mirror  can  be  furnished  either  mitre 
lined,  or  with  a  floral  design. 


Cat.  No. 

Overall 
Dimensions 
Width — Height 

Wall 

Opening 

Width — Height 

Center 

Mirror 

Wings 

\  pprov. 
Slip.  Wt. 

*OWMB 

33  X  22 

14  J4  x  17 

1 0  x  22 

8  x  20 

05  tbs. 

fOWMC 

33  x  22 

14>4  x  17 

1 0  x  22 

8  x  20 

05  lbs. 

*2WMB 

30  x  20 

17%  x  20  >4 

1 9  x  20 

8  x  23% 

90  lbs. 

f2WMC 

30  x  20 

17%  *20* 

1 9  x  20 

8  x  23  % 

90  lbs. 

•With  Black  Mirror  Frames. 

tWith  Chromium  Plated  Mirror  Frame*. 


Columbia  Metal  box  Co. 

NCW  YORK.  V.S.A. 
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FRAMED  MIRRORS  FOR  WALL  MOUNTING 


MOUNTING  HOLES  TO  ENGAGE 
2  STUDS  IN  BRACKET 


STUDS 


HR  AH  VIEW 


Catalog 

A  umber 

Size  of 

Mirror 

A  p  prox. 

Shp.  Wt. 

*  i 

1 620S 

16  x  20 

19  lbs. 

O  I 

1722S 

17  x  22 

21  lbs. 

o  | 

I924S 

19  x  24 

25  lbs. 

°  1 

1926S 

19x26 

27  lbs. 

0  1 

2I28S 

21  x  28 

34  lbs. 

T  1 

1 622V 

1 6  x  22 

20  lbs. 

t  1 

1724V 

17x21 

22  lbs. 

T 

1 926V 

1 9  x  26 

26  lbs. 

T 

1 928 V 

19  x  28 

28  lbs. 

T 

2 1 30V 

2 1  x  30 

35  lbs. 

•  Klim islictl  with  plain  plate  glass  mirror. 

Willi  mitre  lines  only. 

Mirrors  either  mitre  lined  or  floral  design. 

For  black  mirror  frames  add  letter  “IP  to  catalog  number. 
For  chrome  mirror  frames  add  letter  "C**  to  catalog  number. 


Our  complete  line  of  wall  mirrors  is  do 
signed  for  use  in  the  finest  homes,  hotels, 
apartments,  office  buildings,  etc.  All  mir¬ 
rors  are  of  heavy  plate  glass  and  are 
mounted  in  a  one-piece  channel  frame. 

Frames  are  either  chromium  plated  or 
black.  The  frames  are  provided  with  a 
solid  steel  hack,  drilled  with  special  holes 
for  mounting.  The  mounting  holes  are  ar¬ 
ranged  to  receive  two  studs  in  a  bracket 
furnished  with  every  mirror  as  illustrated 
above. 


The  method  of  mounting  permits  the  mir¬ 
ror  to  be  mounted  close  to  the  wall  and 
entirely  conceals  the  mounting  device.  The 
device  is  simple  and  very  easy  to  install. 
A  person  desiring  to  remove  the  mirror 
would  have  to  be  familiar  with  the  device, 
or  have  considerable  difficulty  to  remove 
it.  For  this  reason  it  is  adaptable  for  use 
in  public  wash  rooms,  halls,  etc. 
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COLUMBIA  VENETIAN  MIRROR  CABINETS 

(Without  mirror  frame — Mirror  fastened  with  1  ornamental  rosettes) 


Catalog; 

Number 

11 628V 
21830V 
32032V 


Overall 
Dimensions 
Width — Helgrht 


Wall  Opening 

Required  Size  of  No.  of  Stand  Approx. 

Width — Height  Mirror  Shelves  Pkg.  Shp.  Wrt. 


16  x  28 
18x30 
20  x32 


14  x  24 
1 6  x  26 
18x28 


16  x  28 
1 8  x  30 
20  x  32 


42  lbs. 
51  lbs. 
58  lbs. 


DEPTH  OK  CABINETS,  \'A  INCHES  DOOMS  ARM  REMOVABI.l 

All  shelves  are  adjustable  every  %  of  an  Ineh. 

If  “Perfectlite”  Adjustable  Mirror  Feature  is  desired,  add  letter  “P”  to  catalog  number. 
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COLUMBIA  VENETIAN  MIRROR  CABINETS 


(Without  mirror  frame — Mirror  fastened  to  sides  of  door  with  clips) 


DEPTH  OF  CABINETS,  4Vi  INCHES  HOOKS  VUE  REMOVABLE 

All  shelves  are  adjustable  every  %  of  an  ineh. 

If  “Perfectlite”  Adjustable  Mirror  Feature  is  desired,  add  letter  “I”’  to  catalog  number. 


Cut » log 
Number 

Overall 

Dimensions 

Width — Height 

Wall  Opening 
Required 

Width — Height 

Size  of 
Mirror 

No.  of 
Shelves 

Stand 

PkSf. 

Approx. 
Shp.  Wt. 

01624V 

16  x  24 

14x20 

16x24 

3 

1 

39  lbs. 

01628V 

16x28 

14  x  24 

16x28 

3 

1 

42  lbs. 
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COLUMBIA  ALL-MIHROR  FRONT  CABINETS 

( Without  mirror  frame — Mirror  fastened  to  sides  of  door  with  clips) 


Catalog 

Number 

Overall 
Dimensions 
Width — Height 

Wall  Opening 
Required 

Width — Height 

Size  of 
Mirror 

N  o.  of 
Shelves 

Stand 

Pkg. 

Approx. 
Shp.  Wt. 

01622AM 

16  x  22 

14  x  20 

16  x  22 

3 

l 

39  lbs. 

DEPTH  OF  CABINETS,  4)4  INCHES  1IOOHS  ARE  REMOVABLE 

All  shelves  are  adjustable  every  %  of  an  inch. 

If  “Perfectlite”  Adjustable  Mirror  Feature  is  desired,  add  letter  “I”’  to  catalog  number. 


Columbia  Metal  Box  Co 


VOftl 


o.a.A. 
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Catalog 

N  urn  her 

Overall 
Dimensions 
Width — Height 

Wnll  Opening 

11  «k<l  uired 

W  idtli — Height 

Size  of 

Mirror 

No.  of 
Shelves 

.Sta  ml 
PkK. 

V  pprov. 
Slip.  W  t. 

11A 

16%  x  26% 

1414  x  241% 

*  1  2  x  16  plain 

3 

2 

43  lbs. 

]  IB 

1 6%  x  26% 

141%  x  241% 

12  x  16  bevel 

3 

2 

30  lbs. 

21  B 

18%  x28% 

16%  x  16  •% 

12x16  bevel 

3 

2 

60  lbs. 

21C 

18%  x28% 

1 6  %  x  261% 

14  x  18  bevel 

3 

2 

62  lbs. 

I  >  KPT  II  or  (\IIII\ET,  4  Vi  I  \  CHIOS 
This  (•ahiliri  has  erystal  mirror,  not  plate  ^l;iss. 
\ll  slirh  cs  :i r»*  adjustable  rvory  :Y\  of  ;m  in  oh. 
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COLUMBIA  STANDARD 

GROUP  CABINETS 

Catalog 

Number 

Overall 
Dimensions 
Wi.ltb — Height 

Wall  Opening 
Required 

Width — Height 

Sixe  of  No.  of 

Mirror  Shelves 

Stand 

Pkg. 

Approx. 

Slip.  Wt.i 

10PT 

1«% 

x  20  % 

14  *4  x  18*4 

10  3 

i  14  pi.  plate 

•> 

o 

iie  lbs. 

10BT 

16% 

X  so  % 

14*4 

X  18*4 

10  x  14  bevel 

2 

•> 

36  lbs. 

10A 

10% 

x  20  % 

14*4  x  18*4 

12: 

v  10  plain 

♦> 

o 

40  lbs. 

10P 

16% 

x  SO  % 

14*4 

x  18*4 

12  : 

v  1 0  pi.  plate 

*> 

♦> 

42  lbs. 

10B 

>6% 

X  SO  % 

14*4 

x  18*4 

IS  : 

t  10  bevel 

2 

•> 

45  lbs. 

20A 

18% 

x  SS% 

16*4 

x  30  *4 

12 

t  10  plain 

♦» 

•> 

47  lbs. 

SOP 

18% 

x  SS% 

16*4 

x  20  *4 

IS 

v  10  pi.  plate 

»> 

o 

52  lbs. 

SOB 

1 8  % 

x  SS% 

16*4 

x  30*4 

12 

v  1 0  bevel 

2 

2 

52  lbs. 

SOC 

18% 

x  33% 

16*4 

x  20*4 

14 

\  1 8  bevel 

•> 

o 

54  lbs. 

SOB 

SO  % 

x  30% 

18*4 

x  24  *4 

10  x  22  bevel 

3 

1 

39  lbs. 

DEPTH  OF  CABINE 

T,  4V.  INCHES 

"These  cabinets  li;i 

ivc  crystal 

mirrors, 

not  plate  glns.s. 

All 

shelves  are  adjustable 

every  % 

of  an  inch. 

_ 

All  above 

cabinets 

also  furnished 

for 

surface*  (wall) 

moil  ntlna. 
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COLUMBIA  WALL  TYPE 

CABINETS 

Overall 

Catalog: 

Dimensions 

Size  of 

No.  of 

Stand 

\  11  in  her 

Width — Height 

Mirror 

Shelves 

Pkg. 

Shp.  Wt. 

flOAW 

1 6  %  x  20 

*  12  x  1  6  plain 

•  > 

2 

48  lbs. 

flORW 

1 6  %  x  20  % 

12x16  bevel 

•> 

•> 

51  lbs. 

01216AM 

14x18 

*12x16  plain 

•> 

o 

50  lbs. 

11216BW 

1  6  x  20 

12x16  bevel 

•> 

*> 

56  lbs. 

DEPTH 

OF  CABINET.  444 

INCHES 

These  cabinets 

have  crystal  mirrors 

.  not  plate  glass. 

t Shelves  are 

adjustable  every  % 

of  an  inch. 

The  following 

cabinets  are  similar  in 

construction  to  11216HW,  illustrated 

a bove. 

*  1 000 

14  x  1  <( 

10  x  12 

•> 

«> 

16  lbs. 

flOOO-V 

llx  1 6 

10  x  12 

*> 

2 

16  lbs. 

Crystal  mirror,  not  plnte  kIunm. 
t  Crystal  Venetian  style  mirror. 


I>e|»tlt  of  cabinets,  4^  inches. 

'riie.se  cabinets  linv<*  stationary  steel  shelve 
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COLUMBIA  VENETIAN  WALL  TYPE  CABINETS 

BDACK  AND  <  'HROMTTTM  FRAME 


Overall 


•  ataloB 

Mum  her 

Dimensions 
Width — Height 

Sire  of 

Mirror 

No.  of 
Shelves 

Stand 

PkK. 

Vppr<>\. 

Shp.  Wt. 

*01 21 8BVW 

12% 

X  1814 

12x18  crystal 

2 

2 

22  lbs. 

*01 218CVW 

121/4 

x  181/4 

12x18  crystal 

2 

2 

22  lbs. 

*01 420BVW 

l4i/4 

x  201/4 

1  4  x  20  crystal 

2 

2 

28  lbs. 

*oi420(  :vw 

1414 

x  204 

1 4  x  20  crystal 

2 

2 

28  lb«. 

I0I622BVW 

1614 

x  2214 

16  x  22  plate 

3 

1 

20  lbs. 

f01622CVW 

1614 

x  2214 

16  x  22  plate 

3 

1 

20  lbs. 

:|:  SlaH'imiri  .sleel 
f  Adjustable  sbelf 

sb  elves, 
brackets — 

bulb  edge 

Blass  shelves. 

BVW  denotes  cabinets  with  black  mirror  frames. 

denotes  cabinets  with  chromium  plated  mirror  frames. 

Mirror  frnmes  also  procurable  finished  in  white,  orchid  or  Breen  at  price  of 


•BVW"  styles. 
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COLUMBIA  BUILT-IN  CLOTHES  HAMPER 


CI.OSED 


The  Columbia  Built-In  Clothes  Hamper  displaces 
the  old  fashioned  floor  hamper  and  can  be  built 
into  any  wall  that  is  most  convenient.  Neat  in  de¬ 
sign  and  carefully  constructed,  its  usefulness 
makes  it  a  worthy  addition  to  any  home  or  apart¬ 
ment  where  the  modern  touch  combined  with 
utility  purposes  is  appreciated.  Soiled  linen  is  de¬ 
posited  through  upper  door  and  removed  by 
opening  lower  door.  The  openings  in  the  front 
assure  ventilation  and  sanitation.  Built  ol  high 
grade  furniture  steel,  white  enamel  finish.  Fur¬ 
nished  with  nickel  plated  knohs  and  cupboard 
catch. 

Overall  dimensions,  39%"  high  x  19%/'  wide; 
wall  opening,  37"  x  17".  Depth,  6".  Cabinet  has 

3"  flange  return,  requiring  wall  opening  depth 

of  3%". 


OPEN 


Columbia- Quality  Access  Doors  and  Frames 

CONSTRUCTION 


The  Columbia-Quality  Access  Doors  and  Frames  con¬ 
sist  of  a  steel  buck  arranged  with  anchors  which  can  be 
set  in  plaster,  concrete,  brick,  terra  cotta  or  furred  ceil¬ 
ings  or  walls.  The  buck  has  trim  electrically  welded  to 
it  which  sets  flush  with  the  finished  wall.  Anchors  are 
welded  to  angle  frame.  The  doors  are  made  with  sub¬ 
stantial  concealed  pin  hinge  and  are  fastened  with  screw 
catch. 


MATERIAL  AND  FINISH 

Durability  in  fabricated  products  starts  with  the  raw 
material.  A  high  grade  blue  annealed  steel  is  the  basis 
that  enters  into  the  construction  of  Columbia-Quality  Ac¬ 
cess  Doors  and  Frames.  They  are  made  of  furniture  sheet 
steel  in  No.  16,  No.  14  or  No.  12  U.  S.  S.  gauge  as  speci¬ 
fied.  The  standard  finish  is  flat  white.  The  surface  can 
he  easily  painted  any  color  to  match  the  surrounding 
trim. 


Columbia-Quality  Steel  Access  Doors  and  Frames  can¬ 
not  warp  or  get  out  of  alignment,  and  the  flat  surface 
affords  no  grooves  or  ridges  where  dust  or  dirt  can  settle 
and  collect. 


A 

Width 
of  Door 

B 

Height 
of  Door 

c 

Width  of 
Frame 

D 

Height 
of  Frame 

Width  of 
Flange 

Gauge 

ITSS 

Steel 

10" 

10" 

13%." 

13" 

l%" 

16 

1 2" 

12" 

15%" 

15" 

i1/?' 

16 

12" 

16" 

15%" 

19" 

IY2" 

16 

14" 

20" 

1  7 %" 

23" 

iy2" 

16 

16" 

16" 

19  %" 

19" 

iy2" 

16 

18" 

18" 

2114" 

21" 

yy2" 

14 

18" 

24" 

21%/' 

27" 

1  %" 

14 

24" 

24" 

27%" 

27" 

1 w 

12 

18" 

36" 

21  %" 

39 

ia/2" 

12 

24" 

36" 

27  %" 

39 

L%" 

12 

30" 

42" 

34%  " 

16" 

2  " 

12 

36" 

18" 

10  %" 

32" 

2  " 

12 

36" 

34" 

40  %" 

58" 

2  " 

12 
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COLUMBIA  STEEL  RADIATOR  ENCLOSURES 

“For  healthier  and  more  efficiently  heated  rooms” 

•  THE  [PERTINENT  FACTS  ABOUT 
COLUMBIA  RADIATOR  ENCLOSURES 

•  Fabricated  throughout  from  high  grade  heavy  gauge  furniture  sheet  shu-l,  rigidly  constructed. 

Capable  of  sustaining  a  weight  in  excess  of  1000  lbs.  without  endangering  stability. 

•  Attractively  designed  with  a  unique  louvre  pattern ,  effectively  embossed  or  paneled  with  cane 

grille  if  prefered. 

•  Finished  by  the  inimitable  Columbia  Process.  Baked-on  enamel  with  protective  coal  of  the 

neiv  synthetic  baking  varnish. 

•  Furnished  in  collapsible  (or  knock-down)  form  for  ease  of  installation  and  convenience  when 

cleaning.  Insulated  removable  lops  for  ready  access  to  humidifier  equipment. 

STANDARD  FINISHES 

WALNUT  ::  RED  MAHOGANY  ::  OAK  ::  IVORY  ::  WHITE  ::  GREEN 


Protect  walls,  ceilings  a  n  <1 
drapes  saving  costly  redecorat¬ 
ing  expense. 
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Make  appropriate  settings  lor 
such  odds  and  ends  as  flower 
vases,  books,  fish  aquariums, 
etc. 


HOW  TO  MEASURE  FOR  RADIATOR  ENCLOSURES 

The  diagrams  shown  below  illustrate  the  two  methods  of  covering 
radiators  with  Columbia  Enclosures.  Figure  No.  1  shows  all  parts  of 
radiator  covered.  Figure  No.  2  shows  all  parts  of  the  radiator  enclosed 
with  exception  of  the  intake  and  outlet  pipes.  Side  ends  of  all  covers 
cut  out  (i  inches  high. 

To  dimensions  “A”  (length)  add  2"  or  more  to  overall  length  of  radiator. 

To  dimensions  “B”  (height)  add  2"  or  more  to  overall  height  of  radiator. 

To  dimensions  “C”  (width)  add  2"  or  more  to  overall  width  of  radiator. 

If  conditions  prevent  adding  2",  add  minimum  of  1".  However,  in 
case  of  “B”  (height  dimensions)  where  humidifier  pans  are  to  be  used, 
2"  must  be  added  above  actual  height  of  radiator. 


The  sizes  listed  below  will  cover 
nearly  all  sizes  of  radiators.  Endeavor 
to  have  measurements  conform  to 
standard  sizes.  You  will  save  money  by 
doing  so. 

28  POPULAR  SIZES 


Hill 

lit. 

Will. 

Instil. 

lit. 

Will 

24 

X 

22 

X 

1 1 

30 

X 

28 

X 

1 1 

20 

X 

22 

X 

1 1 

36 

X 

28 

X 

11 

2<i 

X 

22 

X 

1 1 

42 

X 

28 

X 

11 

42 

X 

22 

X 

1 1 

48 

X 

28 

X 

1 1 

48 

X 

22 

X 

1 1 

60 

X 

28 

X 

1 1 

60 

X 

22 

X 

1 1 

72 

X 

28 

X 

1 1 

72 

X 

»>2 

X 

1 1 

30 

X 

34 

X 

1 1 

20 

X 

24 

\ 

11 

36 

X 

34 

X 

1 1 

20 

\ 

24 

X 

1 1 

12 

X 

34 

X 

1 1 

12 

\ 

24 

X 

1 1 

24 

X 

40 

X 

1 1 

18 

X 

24 

X 

1 1 

30 

X 

40 

X 

1 1 

60 

X 

24 

X 

1 1 

36 

X 

40 

X 

1 1 

72 

X 

24 

X 

1 1 

42 

X 

40 

X 

1 1 

20 

X 

26 

X 

1 1 

48 

X 

40 

X 

1 1 

26 

X 

26 

X 

11 

36 

X 

22 

X 

15 

42 

X 

26 

X 

11 

42 

X 

22 

X 

15 

48 

X 

26 

X 

1 1 

48 

X 

22 

X 

15 

60 

X 

26 

X 

11 

60 

X 

22 

X 

15 

72 

X 

20 

X 

1 1 

72 

X 

22 

X 

15 

In  addition  to  the  above  listed  sizes, 
we  will  make  up  special  sizes  to  order. 
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